31 

Mr. Munawar Das 

Clerk 

5 

Library & Online 
Information Center 

4 

0 

0 

4 

13% 

32 

Mr. Raheel Gul Shaikh 

Clerk 

5 

Teachers Association 

4 

0 

0 

4 

13% 

33 

Mr. Imran Ali Soomro 

Lab. Attendent 

2 

Electrical Engineering 
Department 

2 

0 

2 

4 

13% 

34 

Mr. Abdul Sami 

Attendant Lab 

2 

ICPC Section 

2 

2 

0 

4 

13% 

35 

Mr. Aijaz Ahmed Phulpoto 

Naib Qasid 

2 

Electrical Engineering 
Department 

2 

1 

1 

4 

13% 

36 

Mr. Anjum Gohar Channa 

Assistant 

16 

Petroluem & Natural Gas 
Engineering 

3 

0 

0 

3 

10% 

37 

Mr. Rafiullah Shar 

Attendant Lab 

2 

Electrical Engineering 
Department 

1 

2 

0 

3 

10% 

38 

Mr. Dil Murad 

Attendant 

2 

Civil Engineering 
Department 

1 

2 

0 

3 

10% 

39 

Mr. Muhammad Khalid 

Lab Attendant 

2 

Electrical Engineering 
Department 

3 

0 

0 

3 

10% 

40 

Mr. Noor Ahmed 

Lab Attendant 

2 

ICPC Section 

0 

2 

0 

2 

7% 

41 

Mr. Ayaz Ali Chandio 

Attendant Lab 

2 

Electrical Engineering 
Department 

2 

0 

0 

2 

7% 

42 

Mr. Ghulam Qamber Junejo 

Lab Attendant 

2 

Examination Department 

0 

0 

1 

1 

3% 

43 

Mr. Ashraf Kharal 

Clerk 

5 

Project Director 

0 

0 

0 

0 

0% 

44 

Mr. Iqbal Hussain Maitlo 

Attendant 

2 

Establishment Teaching 

0 

0 

0 

0 

0% 

45 

Mr. Khairuddin 

Attendant 

2 

Civil Engineering 
Department 

0 

0 

0 

0 

0% 

46 

Mr. Mujahid Hussain 

Attendant 

2 

Mechnical Engineering 
Department 

0 

0 

0 

0 

0% 

47 

Mr. Abdul Haleem Hingoro 

Time Keeper 

2 

Transport Section 

0 

0 

0 

0 

0% 

48 

Mr. Muhammad Idrees 
Solangi 

Jr. Clerk 

5 

Civil Engineering 
Department 

0 

0 

0 

0 

0% 

49 

Mr. Naeemullah Makhdoom 

Jr. Clerk 

11 

Examination Department 
(Camp office) MUET, 
Jamshoro 




A 


50 

Mr. Hafeez Ahmed 

Carpenter 

5 

Provost Hostel 




A 


51 

Mr. Latif Dino 

Naib Qasid 

4 

PVC Secretariat 




A 


52 

Mr. Irfan alies Abdul Jabbar 

Naib Qasid 

4 

PVC Secretariat 




A 


53 

Mr. Waheed Ali Shaikh 

Lab Attendant 

2 

BSRS Department 




A 


54 

Mr. Ayaz Ali Chandio 

Attendant Lab 

2 

Electrical Engineering 
Department 




A 


55 

Mr. Mansoor Ali 

Attendant Lab 

2 

ICPC Section 




A 


56 

Mr. Muhammad Akram 

Attendant 

2 

Civil Engineering 
Department 




A 


57 

Mr. Ghulam Qadir Katohar 

Attendant 

2 

Civil Engineering 
Department 




A 


58 

Mr. Ameer Ali Chandio 

Attendant 

2 

Civil Engineering 
Department 




A 


59 

Mr. Sanjeet Kumar 

Lab Attendant 

2 

Petroluem & Natural Gas 
Engineering 




A 





































































